Q.  Do you recall what the subject of the conversa-
tion was when he was cursing?

A. Yes.  It was to light the pilot.

Q. Was it over the pilot light being difficult to light?

A. As near as I can remember, John didn't want to light
it.  I don't know what the reason was.  I didn't hear it stated.

It could have been because he thought it was unsafe. But
then again, it could have been that Is the way John does things.
He fails to get some things out. Maybe that was it. I don't
know.

Q.  Did Mr. Gooley say anything to you that day about his
difficulty with the pilot light and the burner and that sort
of thing?

A.     Later on in the day, yes,

Q.    But not prior to  the conversation?

A.    No,  no,  he didn't.

Q.     What did he tell you later in the day?

A, He felt that it .was unsafe. I had to leave,  I had to                                 (I

go relieve the drier.  I coundn't stick around, you know, to talk
to him.

Q. Were you aware of the fact that he, or had he ever told
you that he was burned or received some Injury from trying to
light the pilot before?

A. Yes.     It does sort of ring a bell. It seems to me that

he did tell me   that but I don't know if it was after the phone

call or a long   time before, or what,  I don't know,  It has
been so long.

Mr. Smock detailed the procedures he and Mr. Cooley followed while
attempting to light the ,dryer pilot, and he Indicated that 90% of the time
it did not light,  If Mr, Smock had no paper or matches, he would ask any
laborer who happened by to assist him.  Someone had to be at the control
panel while the other person was at the pilot light location, He later
developed his own system for lighting it by himself. He would insert a
piece of paper into the pilot hole, light it, and he would then run over
to the control panel while the paper was burning. He believed this
practice was safe, and replied as follows as to how others may have felt
(Tr. 159-160):

1025as_s_-ejxamination, Mr.   Smock testified that he was  assigned to
